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A small volumetric capacitance resulting from a low packing density is one of the major limitations for novel 
nanocarbons finding real applications in commercial electrochemical energy storage devices. Here we report 
a carbon with a density of 1.58 g cm -3 , 70% of the density of graphite, constructed of compactly interlinked 
graphene nanosheets, which is produced by an evaporation-induced drying of a graphene hydrogel. Such a 
carbon balances two seemingly incompatible characteristics: a porous microstructure and a high density, 
and therefore has a volumetric capacitance for electrochemical capacitors (ECs) up to 376 F cm -3 , which is 
the highest value so far reported for carbon materials in an aqueous electrolyte. More promising, the carbon 
is conductive and moldable, and thus could be used directly as a well-shaped electrode sheet for the assembly 
of a supercapacitor device free of any additives, resulting in device-level high energy density ECs. 



Electrochemical energy storage (EES) has attracted much attention in the past decades since it is believed to 
be a key solution in powering fast-developing mobile electronics, electric vehicles (EVs) and storing 
renewable energy for power grids 1,2 . The electrochemical capacitor (EC), also called supercapacitor or 
ultracapacitor, is one of the important EES devices. It stores charge with ions from solution at a charged electrode 
surface, and is characterized by a much higher speed to harvest or release energy than is the case for a secondary 
battery such as a lithium ion battery (LIB), although the energy density of ECs is normally far lower than that of 
LIBs 3,4 . In the last decade, many efforts have been made to improve the energy density of ECs by hybridizing 
carbon with non-carbon highly capacitive materials or optimizing the nanostructures of carbons 510 , which are 
the most widely used electrode materials for ECs. Especially, the energy densities of the recently- emerging 
nanocarbons, such as carbon nanotubes or graphenes, as well as highly porous carbons prepared by the template 
technique, have been continuously upgraded to a very high level 11 " 13 . Regrettably, only gravimetric capacitive 
performance has been the focus of most of these cases and due to the low apparent densities (<0.8 g cm" 3 in most 
cases), these nanomaterials normally possess relatively low volumetric capacitances 14 " 16 . More importantly, the 
low packing density of nanomaterials leads to large empty spaces in the electrode that are not effective for storing 
ions and may be flooded by the electrolyte, thereby increasing the weight of the device without adding capacit- 
ance 15 . Thus, devices fabricated with nanomaterials generally suffer from a low energy density based on their total 
weight, making it hard for them to be scaled up in real applications, such as the power supply of EVs. Moreover, 
with the mounting demands for compact and portable energy storage systems, increasing the utilization rate of 
the limited volume in an EES device is quite important from the application standpoint. To summarize, novel 
materials with high volumetric capacitance intended for a much improved device-level energy density, are 
urgently required for future practical applications of newly emerging novel carbon materials. 
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As one of the amazing examples of hexagonally bonded carbon, 
graphene is an attractive material for its unique electrical, mech- 
anical, thermal, optical, chemical and electrochemical properties 17 21 . 
Various types of sp 2 carbon forms can be viewed as assemblies of 
graphene nanosheets which are organized in different ways, for 
example, wrapping-up into fullerenes, rolling into carbon nanotubes 
and stacking into graphites 21 . From this point of view, the capacitive 
performance of a carbon electrode for an EC device is dominated by 
the accessible surface of the graphene nanosheets that are the basic 
building blocks. Currently used electrode materials like activated 
carbons and novel nanocarbons are characterized by a large specific 
surface area that contributes to a high gravimetric capacitance, but 
the organization of perfect or defective graphene nanosheets in a low 
density structure results in limited volumetric capacitance. Of inter- 
est to chemists or materials scientists, graphene nanosheets may act 
as the real building blocks to realize bottom-up assembly of novel 
carbon nanostructures and even directly into three dimensional (3D) 
macroform materials with desired properties 22 34 . Typically, most of 
those graphene assemblies reported to date and seen as promising 
electrode materials 22 29 are formed from interlinked graphene 
nanosheets and show high specific surface area, excellent conduc- 
tivity and open ion channels. However, like other nanocarbons, they 
usually have a low packing density with abundant empty space and 
hence are difficult to develop into materials with a high volumetric 
capacitance. Thus, how to achieve a highly compact graphene assem- 
bly but retain a high porosity is a challenging topic for materials 
scientists wishing to produce high volumetric capacitance carbon 
electrodes. 

Here we report a novel close-grained graphene-based macroas- 
sembly that balances these two opposing characteristics. They have a 
porous microstructure (contributing to a specific surface area (SSA) 
of 370 m 2 g _1 ) and large density (up to 1.58 g cm -3 ), and are there- 
fore potential ideal electrode materials with high volumetric capacit- 
ance. The obtained high density porous graphene macroform 
(abbreviated as HPGM) has a volumetric capacitance as high as 



—376 F cnT 3 , which is the highest observed in an aqueous electrolyte 
for carbon materials to the best of our knowledge (Supplementary 
Table SI). More promising, due to the easy shaping properties and 
acceptable conductivity, the excellent electrochemical properties of 
the obtained materials can, to the maximum extent, be used to fab- 
ricate devices since the shaped HPGM can be directly used as an 
electrode sheet and no additives are required. The maximum energy 
density of the fabricated devices with aqueous electrolytes is up to 
13.1 Wh L _1 at a power density of 39.5 W L _1 and the power density 
is up to 5.9 kW L~ 1 at an energy density of 9. 1 Wh L~ 1 (all based on a 
fabricated device). 

Results 

Self-assembly formation of high density but porous carbons starting 
from graphene oxide. Typically, the hydrothermal treatment of a 
graphene oxide (GO) suspension results in the formation of a 3D 
hydrogel-like assembly through an effective interlinkage of graphene 
nanosheets and freeze drying is normally used to fix the 3D network 
constructed of interlinked nanosheets and results in a spongy assembly 
(normally obtained porous graphene macroform, denoted as PGM). 
The upper part of Fig. la schematically illustrates the formation of 
PGM, that after freeze drying, retains the morphology of the parent 
hydrogel without visible shrinkage. PGM is thus characterized by 
abundant macropores and mesopores, and of course, some micro- 
pores, resulting in a very low apparent density (—0.02 g cm -3 ). By 
comparison, the present study reports a unique graphene assembly, 
HPGM, with a highly compact but porous microstructure. As demon- 
strated in the lower part of Fig. la, evaporation-induced drying (herein 
vacuum drying at room temperature) is used for the removal of water 
from the hydrothermal hydrogel, which results in the formation of a 
very stiff rod-like material with an apparent volume shrinkage of about 
one eightieth the volume of the parent hydrogel. The novel graphene- 
derived macroform material, HPGM, is characterized by an apparent 
density as high as 1.58 g cm -3 (see details of the density measurement 
and determination in Methods Section and Supplementary Table S2), 
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Figure 1 | Self-assembly formation of highly dense but porous graphene-based monolithic carbon (HPGM). (a) Schematic of the formation of 
graphene-based 3D porous macroforms with different drying process and the SEM images of the resultant PGM and HPGM. (b) PGM and HPGM in 
water, an enlarged view shows a rod-like HPGM with bubbling due to desorption of the adsorbed air. Note that material shown here is PGM with 
adsorbed water due to the hydrophilicity. (c) Rod-like HPGM (lower) for writing with a soft pencil (upper) as the reference, (d) Photograph of HPGM 
monoliths with different shapes but with similar SSA (300 — 500 m 2 g -1 ). 
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which is —70% of the theoretical density of graphite (2.2 g cm -3 ). Of 
interest to us, HPGM is still characterized by a porous microstructure, 
indicated by a very simple experiment shown in the left panel of 
Fig. lb, in which such a high density macroform generates bubbles 
in water due to the desorption of the absorbed air. The adsorption 
measurement gives a SSA of 367 m 2 g -1 and a pore volume of 0.16 cm 3 
g -1 . Interestingly, this value is very close to that of PGM (370 m 2 g -1 ) 
prepared from the same hydrogel, although both samples have entirely 
different volumes and apparent densities. Thus, the evaporation- 
induced drying of the graphene hydrogel produces a unique carbon 
not only with a high density but also a porous structure. 

The self-assembly technique used allows HPGM to be moldable in 
two ways. On the one hand, we can obtain porous monoliths with 
desired shapes according to the mold used in the hydrothermal pro- 
cess. On the other hand, the hydrothermal product can be sliced or 
cut into any required shapes before further drying. Some typical 
examples for porous monolithic HPGMs with different shapes but 
similar SSA are presented in Fig. Id and Supplementary Fig. SI. 

Identification of highly compact but porous microstructure. Due 

to its highly compact structure, a rod of HPGM can be used for 
writing (the lower panel of Fig. lc). In the X-ray diffraction (XRD) 
patterns (Fig. 2a), graphite and the soft pencil lead, which are similar 
in density to HPGM, are characterized by sharp (002) peaks (—26.5°) 
due to the layered structure, while such peaks are much broader and 
weaker for HPGM and annealed HPGM (denoted HPGM-800, 
annealed at 800°C). The results show that the arrangement of the 
graphene nanosheets in the graphene-derived porous carbons here is 
totally different from those in graphite or graphite products. It is 
likely that in HPGM highly wrinkled nanosheets are interlinked 
with each other to form a porous structure in a disordered but 
highly compact way. 

Scanning electron microscopy (SEM) indicates the dense structure 
of HPGM (Fig. la and Fig. 2b). The typical cross-sectional SEM 
image shows a compact microstructure and no pore openings can 
be identified, indicating the totally different microstructure from 
spongy PGM in which large pores are clearly observed (Fig. la). In 



other words, graphene nanosheets in HPGM are closely and neatly 
packed to form a very compact structure. High-resolution transmis- 
sion electron microscopy (HRTEM) shows structural details at the 
nanoscale and intertwined nanosized pores constructed of curved 
graphene layers can be confirmed in HPGM under a microscope 
(Supplementary Fig. S2). As shown in Fig. 2c and 2d, with a post- 
annealing treatment at 800°C, HPGM-800 presents more distinct 
fringes for the curved nanosheets indicative of the contour of inter- 
connected nanopores. Fig. 2c shows an overview for a region of such 
a novel carbon where totally interconnected pores, several nan- 
ometers in size (micropores and small mesopores), are observed 
and an unimpeded channel for ion transport is identified. This is 
naturally formed during the direct evaporation of the water trapped 
in the 3D pore network. In other words, nanopores in HPGM are 
formed after the 3D continuous porous structure of parent hydrogel. 
The shrinkage would not change the 3D interconnected porous char- 
acter but only with a much smaller pore size, thereby the nanopores 
in HPGM being mutually connected. In Fig. 2d, many curved gra- 
phene layers and resulting cylindrical pores can be identified, and the 
pore walls normally consist of 2 ~ 4 layered nanosheets. 

Since the present carbon is constructed of 3D interlinked nano- 
sheets to produce intertwined nanopores, it is difficult to have an 
overall view in a single microscope image of a pore and accurate 
information about the pore size. More accurate information about 
the porous structure of HPGM is obtained by adsorption measure- 
ments 35 . The nitrogen cryoadsorption isotherms are shown in Fig. 3a 
and HPGM exhibits a Type I isotherm together with some charac- 
teristics for Type IV. That is, obvious micropore filling occurs at very 
low relative pressure and the adsorption process quickly reaches a 
well-defined plateau. A very small but identifiable hysteresis loop 
indicates the existence of a very limited amount of mesopores. 
Pore size distribution (PSD) curves (Fig. 3b) give more detailed 
information on the pore structure 13 . Except for a small peak around 
2 nm, a single peak (centered at 1.1 nm) is observed in the micropore 
range (<2 nm in size) for HPGM, indicating that this carbon with 
cylindrical pores is a microporous carbon with a very limited amount 
of small size mesopores (slightly larger than 2 nm). That is, HPGM is 




Figure 2 | Structure and morphological characterization of HPGM. (a) XRD patterns of graphite, soft pencil lead, HPGM and HPGM-800. (b) Cross 
sectional SEM images of HPGM, with the inset showing the cross-section of HPGM at low magnification, (c, d) TEM images of HPGM-800. 
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Figure 3 | Adsorption behaviors and surface nature of HPGM. (a) Nitrogen adsorption isotherms and (b) pore size distributions (DFT) of HPGM 
and HPGM-800. (c) Iodine adsorption isotherms of HPGM and the reference materials, (d) TPD spectra of HPGM and HPGM-800, including H 2) H 2 0, 
CO, C0 2 evolution. 



a microporous carbon (mostly with pores 1.1 nm in diameter) and 
free of large mesopores and macropores when used as a monolithic 
carbon. After annealing at 800°C (HPGM-800), the isotherm totally 
transforms into a composite isotherm combining Type I and Type 
IV. An increased adsorption amount at low pressure indicates an 
increase of the micropore volume while the appearance of a wide and 
more pronounced hysteresis loop is associated with more developed 
mesopores 36 . The analysis of the isotherm gives a SSA up to 720 m 2 
g -1 and a pore volume of 0.46 cm 3 g" 1 for HPGM-800. The more 
developed pores result in a density decrease to 1.07 g cirT 3 , which is 
still higher than for most commercial activated carbons and reported 
novel porous carbons (0.3 ~ 0.8 g C m~ 3 ) 9,13 ' 23 ~ 29,37 due to its mono- 
lithic form. The PSD curve (Fig. 3b) shows that HPGM-800 possesses 
pores that are mostly in the micropore (<2 nm) and mesopore 
ranges (2.0 ~ 3.7 nm). Compared with HPGM, HPGM-800 has a 
slightly smaller pore size in the micropore range possibly due to 
thermal shrinkage, and the appearance of pores from 1.3 to 3.7 nm 
may be due to the evolution of pores resulting from the removal of 
trapped water and bound oxygen. Microporosity in HPGM is further 
confirmed by iodine adsorption which is normally used for probing 
micropores 38 (Fig. 3c). HPGM-800 with more micropores, as 
expected, shows higher iodine adsorption than HPGM. In compar- 
ison, powdered graphene (GNS), which is totally free of micropores, 
shows a very small iodine adsorption although it possesses a larger 
SSA (450 m 2 g~') than does HPGM. Moreover, a relatively high 
adsorption rate for iodine indicates unimpeded channels in HPGM 
for adsorbates. 

According to the X-ray photoelectron spectroscopy (XPS) ana- 
lyses (Supplementary Fig. S3a), graphitic C (284.8 eV) is dominant 
in HPGM and the material contains far less oxygen (—16 at.%) than 



the parent graphene oxide (30 ~ 40 at.%), indicating a partial reduc- 
tion for HPGM in the hydrothermal process. Similar to the reduction 
process reported by Loh et al. , the supercritical water produced in the 
hydrothermal condition plays the role of reducing agent and offers 
an effective reduction approach for graphene oxide 39 . The rest of 
oxygen element in HPGM is mainly in the forms of C-O 
(286.2 eV) and C = 0 (287.6 eV) groups. After annealing at 800°C, 
the surface oxygen content decreases to ~4 at.% (Supplementary Fig. 
S3b and Table S3). Such a big decrease in oxygen content indicates 
that most oxygen-containing functional groups are removed and the 
resulting materials are reduced to a large extent. Temperature-pro- 
grammed desorption (TPD) measurements indicate the thermal 
chemical desorption behavior of bound species on graphene 
nanosheets. In the case of HPGM, obvious C0 2 and CO peaks, which 
may respectively originate from carboxyl and lactone groups, and 
phenol and carbonyl groups 40 , can be identified from the TPD spec- 
tra, revealing that there is still a considerable amount of surface 
oxygen groups left after the hydrothermal reduction. Significantly, 
an H 2 0 peak of HPGM centered at ~210°C suggests the existence of 
bound water trapped in the 3D porous network and results show that 
the trapped water is totally removed as the annealing temperature 
increases to 550°C (Fig. 4c). In contrast, after the annealing, for 
HPGM-800, there is only a small CO peak remaining at ~1000°C 
in addition to the total disappearance of the C0 2 peak. The results 
indicate that almost all surface groups and trapped water are 
removed except for a small amount of carbonyl groups. For 
HPGM-800, a very large hydrogen peak is observed and indicates 
the existence of a large amount of edge carbon atoms (saturated with 
hydrogen to form an open network). Such a hydrogen peak 
totally disappears above ~1550°C, and therefore, for HPGM-1600 
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Figure 4 | Electrochemical performance of HPGM. (a) Room temperature I-V curves of HPGM and HPGM-800: the insets show the measurement 
apparatus for the conductivity test, (b) CV results of HPGM measured at scan rates of 5, 10, 20, 50, 100 mV s" 1 . (c) Cycle performance of HPGM, GNS 
and AC at a current density of 0.5 A g" 1 : the inset is a diagram of the two-electrode measurement device, (d) Rate performance of HPGM. (e) Volumetric 
Ragone plots comparing HPGM with AC, GNS and carbon materials reported in the reference number indicated. 



(annealed at 1600°C), no visible hydrogen peak is observed (Supple- 
mentary Fig. S4a), which suggests a decrease in the number of edge 
carbons, indicative of a closed network. Such a difference in the 
hydrogen evolution peak for HPGM-800 and HPGM-1600 is con- 
sistent with the measured SSA values for the two carbons (the former 
with many edge carbons indicating an open network: 720 m 2 g -1 ; the 
latter with fewer edge carbons indicating a closed network: 10 m 2 g~' 
(Supplementary Fig. S4b)). Moreover, TEM images of HPGM-1600 
(Supplementary Fig. S5) further demonstrate the changes of gra- 
phene network after annealing treatment. 

Together with high density, shrinking during the vacuum drying 
increases the interlinking of graphene nanosheets, contributing to an 
acceptable conductivity of — 16 S m~' for HPGM, which was directly 
measured as schematically shown in Fig. 4a. For comparison, spongy 
PGM has a lower conductivity of —0.4 S m _1 , which is agreement 
with values reported elsewhere 22 . The annealing exerts a substantial 
effect on the microstructure of HPGM and a treatment temperature 
up to 1000°C results in both increases in SSA and conductivity. With 
a higher temperature treatment (>1000°C), the sample shows an 
apparent increase in conductivity but a substantial loss of SSA. 
HPGM-800 with higher SSA shows a good conductivity of 115 S 
m _1 , while HPGM-1600 shows a conductivity as high as 500 S nT 1 
but a very low SSA (—10 m 2 g" 1 ). 

Compact structure and monolithic form needed to achieve an ultra- 
high volumetric capacitive performance. Two-electrode supercapa- 
citor cells (Supplementary Fig. S6) were constructed to assess the 
electrochemical performance in an aqueous system (6 M KOH). 
Note that due to its monolithic form and acceptable conductivity, 
sliced HPGM is directly used as an electrode in the assembly of 
supercapacitor devices without adding binders and conducting 
additives. PGM and HPGM show similar gravimetric capacitances 
in the aqueous system, the former with 235 F g" 1 and the latter with 
238 F g~' at a current density of 0.1 A g -1 . In contrast, because of its 
low apparent density, PGM shows a very limited volumetric capaci- 
tance, even lower than 10 F cm" 3 . In sharp contrast, with a very high 



density (much reduced empty space), HPGM shows an ultrahigh 
volumetric capacitance, up to 376 F cm" 3 , which, to the best of 
our knowledge (see the references in Supplementary Table SI for 
comparison), is the highest value reported for carbon-based 
supercapacitor materials in an aqueous system. Even for a fabri- 
cated supercapacitor device, the energy density is very high due to 
the absence of any additives. Note that although thermal treatment 
results in an increase in both SSA (more developed porous structure) 
and conductivity, HPGM-800 possesses a much lower capacitance 
(about 80 F g" 1 and 86 F cm" 3 , Supplementary Fig. S7) than HPGM. 
Considering above results, it is likely that surface chemistry and 
trapped water other than specific surface area are the determining 
factors for the high capacitive performance of HPGM. In the case of 
HPGM-800, the substantial removal of oxygen-containing groups 
results in a big loss of pseudocapacitance as well as charged 
surface area which largely related to the wettability of graphene 
surfaces accessible to electrolyte ions 41,42 . The loss of trapped water 
hinders the formation of interconnected water passages, which 
reduces the full utilization of the graphene surface and brings the 
increased ion transfer resistance (Supplementary Fig. S8) 43 . Further 
investigations are ongoing to give more quantitative evidence for 
how various factors have influence on the capacitive performance 
of such a novel material. 

For reference, the gravimetric and volumetric capacitances of 
powdered GNS and activated carbon (AC) as two typical commercial 
electrode materials for EDLCs are measured under the same condi- 
tions as for HPGM. Fig. 4b shows cyclic voltammetry (CV) profiles of 
HPGM at scan rates from 10 to 100 mV s _1 , and all curves show 
quasi- rectangular shapes indicating an ideal capacitive behavior. The 
gravimetric and volumetric capacitances were calculated based on 
galvanostatic charge/discharge curves (Supplementary Fig. S9) and 
the maximum volumetric capacitance of HPGM can reach 376 F 
cm -3 at 0.1 A g -1 . HPGM shows an excellent cyclability and, as 
shown in Fig. 4c, retains a specific capacitance up to 203 F g~' and 
321 F cm -3 at 0.5 A g -1 over 4000 cycles (the retention rate is over 
96%). Remarkably, although totally free of conducting additives, 
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Figure 5 | The proposed formation process of PGM and HPGM starting from graphene hydrogel (Upper: PGM through freeze drying, lower: HPGM 
through evaporation-induced drying). 



HPGM shows a very good rate capability while the capacitance was 
able to retain around 69% of the maximum at a high current of 15 A 
g -1 (Fig. 4d and Supplementary Fig. S10). The excellent rate perform- 
ance can be attributed to the 3D porous network of interlinked 
graphene nanosheets which guarantee fast electron transfer and 
ion transport. On the one hand, with an acceptable conductivity, 
the 3D network of the HPGM provides an easily accessible conduct- 
ing network. On the other hand, although HPGM only contains very 
small pores (mainly micropores together with very small meso- 
pores), its interlinked 3D network structure together with trapped 
water in the pore network provides an unimpeded channel for fast 
ion transport. This is consistent with the previously reported results 
for fast ion transport in both interlinked micropores by Nishihara 
et al". and water-trapped nanochannels by Li et al 4i . The Nyquist 
plot (Supplementary Fig. SI 1) shows very small equivalent series 
resistance (ESR) values corresponding to high conductivity and 
low internal resistance. As an important index for the ion diffusion 
process from electrolyte to the surface of the electrode material, the 
small Warburg resistance implies fast ion diffusion in the 3D net- 
work of HPGM. To better reveal the performance of HPGM, the 
Ragone plot of a HPGM based supercapacitor device is shown in 
Fig. 4e and Supplementary Fig. SI 2, with a comparison with AC, 
GNS and other carbon materials 44 4S . We can see that in the aqueous 
system, the maximum energy density of such a supercapacitor device 
is up to 13.1 Wh L 1 at a power density of 39.5 W L _1 and the power 
density is up to 5.9 kW L _1 at an energy density of 9.1 Wh L _1 . A 
much higher energy density can be achieved for a HPGM-based 
supercapacitor when an organic electrolyte is used (37.1 Wh L _1 at 
a power density of 98.8 W L -1 , as shown in Supplementary Table S4 
and Fig. S13). These values are much higher than those of devices 
based on conventional carbon material, AC, and the newly emerging 
nanomaterials including GNS and carbon nanotubes for the same 
measurement conditions. 

Discussion 

The great difference in the morphology and microstructure of 
HPGM and PGM is ascribed to the different drying techniques, 
freeze drying or evaporation drying, used on the hydrothermal 
hydrogel and the key point is that in the different drying processes, 
the interactions between the water molecules being removed and the 
3D graphene-based network are totally different. As schematically 
shown in Fig. 5, in the freeze drying case, when the parent hydrogel is 
frozen, phase separation can result in the rejection of graphene 
nanosheets from ice crystals (very weak interaction) 47,48 , and in 
the finally formed PGM, the 3D network resulting from the 



hydrothermal treatment is well retained during the subsequent sub- 
limation process; while, in the evaporation-induced drying, the evap- 
oration of water exerts a "pulling force" on the graphene layers and 
results in the shrinkage of the 3D network since there is strong 
interaction between water and graphene nanosheets. The robust 
but elastic 3D network constructed by interlinked and flexible gra- 
phene nanosheets shrinks but retains a porous structure inherited 
from the parent hydrogel during the removal of the evaporated water 
and the finally formed HPGM consists of curved and very compactly 
packed nanosheets with resulting interconnected small cylindrical 
pores, which is consistent with the TEM observations and excellent 
rate performance of HPGM in the electrochemical measurements. 
Together with microscopic observations as shown in Fig. la, the 
adsorption measurements (Supplementary Fig. S14) clearly indicate 
the microstructural differences between HPGM and PGM, the for- 
mer exclusively with very small pores (micropores and small meso- 
pores) but the latter containing a substantial amount of macropores 
and large mesopores in addition to the small pores. Compared with 
the freeze drying, the shrinkage in evaporation-induced drying 
induces a substantial loss of mesopores and macropores. Such 
shrinkage does not change the SSA to a large extent (HPGM: 
367 m 2 g- 1 and PGM: 370 m 2 g" 1 ; HPGM-800: 720 m 2 g" 1 and 
PGM-800: 740 m 2 g -1 ) since the SSA comes from the surface of 
graphene sheets and the shrinkage of pores only reduces the pore 
size and does not reduce the graphene surface area. 

The uniqueness of its microstructure results in the excellent capa- 
citive performance of HPGM, especially its ultrahigh volumetric 
capacitance. First, in spite of the much lower pore volume of 
HPGM than PGM, a similar accessible surface area and surface 
chemistry results in comparable gravimetric capacitances of the 
two materials with totally different microstructures. Second, a very 
dense microstructure, totally free of empty space, results in an ultra- 
high materials-based volumetric capacitance. Third, a 3D porous 
network with trapped water, which can be totally removed above 
550°C based on the TPD analysis, provides an intertwined canal-like 
network for fast ion transport especially in an aqueous system 43 . 
Evidently the removal of the trapped water from the 3D network 
results in an increased resistance of ion transport and a substantial 
decrease of the capacitance of HPGM-800. Fourth, the shrinking of 
the 3D network increases the interlinking of graphene nanosheets 
and results in an acceptable conductivity, which makes the additive- 
free monolithic HPGM an intrinsic electron conducting network. 
Last, but most important for a real device, the moldable monolithic 
form with fast ion transport and acceptable electron conductivity 
allows HPGM to be directly used for the assembly of an electrode 
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sheet and a final device without the need for any other binders or 
conducting additives, which contributes to a much improved device- 
level energy density. 

In summary, we have developed a high density porous carbon 
resulting from the compact interlinking of 2 ~ 4 layered graphene 
nanosheets. The dense, porous and conductive microstructure of 
such a novel carbon contributes to a volumetric capacitance as high 
as 376 F cm -3 , the highest among those reported for an aqueous 
system thus far. Moreover, the fact that such a carbon is moldable 
and has an acceptable conductivity and unimpeded ion transport 
channels allows it to be directly used as an electrode sheet for a 
fabricated supercapacitor device, which results in device-level high 
energy density ECs. We believe that, together with our ongoing 
efforts to identify how monolayer graphene nanosheets organize in 
the most compact way to achieve a densely structured but more 
porous carbon, our results presented here suggest a simple but very 
effective way to produce compact and high performance EES devices 
for fast-developing EVs and multifunctional portable electronics. 

Methods 

Preparation of HPGM. Graphite oxide was prepared from graphite powder using a 
modified Hummers method as reported earlier 49 . A GO colloidal suspension (2 mg 
mL -1 ) was prepared by ultrasonication of graphite oxide (170 mg) in water (85 mL) 
for 2 h, followed by mild centrifugation (3800 rpm for 20 min) to remove thick 
layers. Typically, the homogeneous GO colloidal suspension (85 mL) was placed in a 
100 mL Teflon-lined autoclave, and treated by a hydrothermal process in a muffle 
furnace(150 J C)for 6 h, resulting in a black cylindrical hydrogel. Such a hydrogel was 
washed, and then subjected to vacuum drying at room temperature, to produce 
HPGM. Additionally, HPGM-800 and HPGM-1600 were obtained by thermally 
treating HPGM for 3 h at 800' C and 1600°C respectively under Ar atmosphere. 

For reference, PGM was produced from the same hydrogel using freeze drying and 
a following annealing of PGM at 800' C under Ar atmosphere yielded PGM-800. 

Density measurement and determination. The densities (p) of the monoliths were 
obtained by the following three methods: 

1 ) Densities were roughly calculated according to the mass of each sample and the 
physical dimensions due to very small porosity. Here, the averaged values of 
data are used. 

2) Densities were determined by a balance (METTLER TOLEDO XS205) 
equipped with accessories for the density determination by the Archimedes 
principle. 

3) Assuming the monoliths are free of macropores, p was calculated by the fol- 
lowing equation: 



p = (v,„ ta i+\/p T y 



(i) 



Where V tota ] is the total pore volume estimated from the N 2 isotherm (77K), 
and p T is the true density (—2.1 1 gem -3 ) of the material determined by helium 
density measured on Belsorp-Max instrument (BEL Inc., Japan). 

Note that the results for HPGM obtained from the three methods are almost in 
agreement due to the highly dense microstructure and monolithic form. For the 
convenience of comparison with other work, densities mentioned in the paper are the 
values calculated using method (3), i.e. based on the total pore volume and true 
density of material. 

Characterization of the micro-morphology and structure. SEM and HRTEM 
observations were performed using a Hitachi S4800 (Hitachi, Japan) and a JEM 3100F 
(JEOL, Japan) respectively. XRD measurements were conducted at room temperature 
(Bruker D-8, Cu-Ka radiation, % = 0.154056 nm). 

Porous structure characterization. Nitrogen cryoadsorption (77 K) was measured 
by using a Belsorp-Max instrument (BEL Inc., Japan) and the sample was outgassed 
under vacuum at 2Q0°C for 10 h before measurement. The SSA was obtained by 
Brunauer-Emmett- Teller (BET) analyses of the adsorption isotherm. Total pore 
volume (Vtotai) was calculated from the N 2 adsorption amount at P/P 0 = 0.99. The 
pore size distribution was calculated using density functional theory (DFT). 

Iodine adsorption is measured as follows. An iodine stock solution of 0.103 g L -1 
was diluted with deionized water to the required concentrations before use. Five 
samples, each weighing —5 mg, were placed into 25 mL conical flasks. Iodine solu- 
tions ( 1 0 mL) with different concentrations were then added separately to each flask. 
The suspensions were shaken in the dark for 24 h at 30°C. After equilibrium, the 
remaining iodine in the supernatants was titrated with a 0.1 M sodium thiosulfate 
solution. The amount of iodine adsorbed expressed in (g g -1 ) was calculated by the 
difference between the initial iodine solution and the iodine in the equilibrium 
solution. 



Surface chemistry characterization. XPS was performed on a Thermo Scientific 
ESCALAB 250X1 photoelectron spectrometer with Al Ka (1486.6 eV) as the X-ray 
source, two pass energies of 20 eV (survey scan) and 0.05 eV (high resolution scan) 
and a 650 um beam size. The TPD profiles were obtained with an apparatus 
consisting of a reactor unit and a high vacuum detecting unit. The detailed method 
was described in ref. 50. 

Electrical conductivity measurement. The electrical conductivity of the monoliths 
was measured by a two-probe method. I-V curves were recorded with an Eco Chemie 
Autolab 128N (Metrohm, Switzerland). 

Electrochemical measurements in two-electrode system. Two slices of monoliths 
(each with a thickness of about 2 mm) were cut from the parent cylindrical hydrogel 
and subjected to vacuum drying at room temperature. We assembled two-electrode 
supercapacitors by sandwiching a non-conducting porous nonwoven cloth separator 
between the two dry solid-sheet samples and then immersing them in electrolyte (the 
dry slices were saturated with the electrolyte overnight beforehand). 6 M KOH 
aqueous solution and 1 M TEABF 4 /AN were, respectively, used as aqueous and 
organic electrolytes for the assembly of supercapacitors. The assembly of the test cell 
using organic electrolyte was performed in a glove box filled with Ar. All the 
electrochemical tests were carried out at room temperature. Electrochemical 
impedance spectroscopy (EIS) was measured on the Eco Chemie Autolab 128N 
(Metrohm, Switzerland) equipped with a FRA2 frequency response analyzer module 
and Nova software, applying a perturbation voltage of 5 mV at open circuit potential 
in a frequency range from 10 mHz to 100 kHz. CV and galvanostatic charge- 
discharge measurements of the devices were performed on a CHI 660 electrochemical 
workstation (Chenhua, Shanghai, China) and LAND (Wuhan, China), respectively. 
The gravimetric and volumetric capacitances of one electrode were calculated from 
galvanostatic charge/dis charge curves using the following equations: 



C S (F/g 



27Af 
mAV 



C f (F/cm 3 ) = pxC 5 



(2) 



(3) 



Where C s is the gravimetric capacitance of the single electrode, C v is the volumetric 
capacitance of the single electrode, I (amperes) is the discharge current, At (seconds) 
is the discharge time, m (g) is the mass of a single electrode, AV is the potential 
window during the discharge process after the IR drop, p is the density of the electrode 
which is here taken to be the density of the monoliths. 

The specific capacitance of the supercapacitor cell was evaluated according to the 
following equation: 



Cr(F/g) = - 



C Vr (F/cm 3 ) = pxC r 



(4) 



(5) 



Where C s and C T are the specific capacitances of the electrode and the supercapacitor 
cell, respectively, Cv T is the volumetric capacitance of the supercapacitor cell, p is the 
density of the electrode. 

The specific energy density and power density of the supercapacitor cell are defined 
as follows: 



E(Wh/kg) = 



0.5C r AV 2 
3~6 



E v (Wh/L) = pxE 



P(kW/kg) = 



E x 3600 
Af 



Pv(kW/kg) = pxP 



(6) 



(7) 



(8) 



(9) 



Where A Vis the potential window during the discharge process after the IR drop, Ct 
is the gravimetric capacitance of the supercapacitor cell, At (s) is the discharge time, p 
is the density of the electrode. 

We used commercially available activated carbons {AC, Xinjiang, China) and 
graphene powder (GNS, prepared by the vacuum-promoted low- temperature exfo- 
liation approach 49 ) measured in a two-electrode system for comparison. In order to 
prepare electrode sheets, a mixture of the active material, poly(tetrafluoroethylene) 
(PTFE), and Super P with a weight ratio of 80 : 10 : 10 in an ethanol solution was 
ground together to form a homogeneous slurry. The slurry was spread into a film with 
a thickness of — 100 um and then pressed on an Al foil current collector and dried 
overnight at 1 10°C under vacuum. The assembly of the test cell used the method given 
earlier. 
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